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1/17/83 


before I mailed your em^Lope it occurred to me that perhaps I 
should ask 3fcu If it would be possible to get a blowup of the 


O 


bathroom window from you as I recall you told me you had one 
made by UPI from its original . .. I wonder if they'd do the same 
for me so I thoujtjt I'd better ask! you first ... if it's gone 
to Wisconsin I'll track it down thru David of better yet try UPI 
in NYC if you think they'd do it for me ... 

the other item I thought of : 

I've had Ted Gandolfo make copies of James' testimony before 
HSCA (with Lane in on the act) .. Idon't know what your opinion 
of PSE-testing is but I felt that day that James was the only 
one telling the truth ..or was it two days ? anyway I think it 
would be interesting if the statements he makes could be oheoked 
bj^competent PSE operator .. have you ever had any dealings with 
McQuiston?. . he became vitriolio once with me and I'm a little 
leary in going back to him ..do you know anyone else other than 

do. vl" ka_ 

O'Toolefwho I understand is out of that business now ... 




thank you and good luck for this year ... cheerio 


